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(Tuberculin Tested) ".) " Certified " milk is an additional recognised grade in
Scotland.
(2)  Accredited.    (Replaced " Grade A ".)   (In Scotland, known as " Standard "
milk.)
(3)  Pasteurised.     (This type of milk is dealt with more fully in Chapter IX.)
As will be seen in England and Wales, three main grades were specified.
Other sub-designations were, however, allowed by Schedule 3, Part i, of the
Order. Thus, if " Tuberculin Tested " milk was bottled at the point of
production, the word " (Certified) " could be added. If the same milk was
pasteurised, then the word " (Pasteurised) " could be used. Again, the desig-
nation " Accredited Milk (Farm Bottled) " could be employed if such milk
was bottled at the point of production. It will be seen, therefore, that, in
addition to the three main designations laid down, three sub-designations
could also be used. It should be noted that a dealer selling " Tuberculin
Tested (Pasteurised) " milk, which was not strictly speaking a designated
milk although certain standards were specified with which it must comply,
was required to obtain the appropriate licences in respect of the designations
" Tuberculin Tested " and " Pasteurised/' The principle underlying these
designations was to ensure that those members of the consuming public who
wished to obtain an improved supply, could do so. There is no doubt that
the sale of designated milks has been facilitated by a general reduction in
the retail price at the behest of the Minister of Food, At the present time,
the demand for tuberculin-tested milk is increasing as the public have
definitely shown that they desire to purchase this grade and are not likely
to quibble too much over the cost. Unfortunately supplies to satisfy all
demands in the districts required are not always available.
Present Grades of Designated Milk
The present designations under which milk may be sold are set out in the
following pages.
England and Wales
The grades as specified in the Milk (Special Designations) (Raw Milk)
Regulations, 1949, are :
(1)  Tuberculin Tested)   Raw Milks
(2)  Accredited             j
Accredited milk ceases to be specially designated after September 3Oth,
^954-
(3)  Pasteurised)   K    f fronted Milks
(4)   Sterilised     j   ^eat-treated Milks.
It will be seen that four main grades are specified of which two are raw
milks and two are heat-treated, sterilised milk being officially designated
for the first time. Certain sub-designations are allowed. Thus, if
Tuberculin tested milk is bottled at the point of production, the words
" Farm Bottled " may be added. Again, if the same milk is pasteurised,
the word " Pasteurised " may be used as part of the designation while in
the case of such milk treated by the approved sterilisation process, the word
" Sterilised " may be added. There are therefore four main grades and
three sub-grades, a fact which may cause confusion to the consumer.
It should be noted that a dealer selling " Tuberculin Tested (Pasteurised) "
or " Tuberculin Tested (Sterilised) " milks will require to obtain the